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Mint of the United States at Philadelphia, Pa. 
Coiner’s Office, 
June 3, 1895 


Hon. Herman Kratz 
Supt. Mint Phila. 


Dear Sir. 


In cleaning out the Coiners Vault thirteen half dollars obverse working dies of the date of 
1876 were found. Section 3, Art. 16, requires that all obverse working dies shall at the end of 
each calendar year be defaced and destroyed by the Coiner in the presence of the Superintendent 
and Assayer. 


It is respectfully recommended that these dies be immediately defaced and destroyed. 
Very respectfully, 


W.E. Morgan 
Coiner. 


